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TAGS: MILL IR, PK 

SUB J : PAKISTANI PILOT TRAINING ON F-5ES 

1 . IIAF GENERAL HAS ASKED ARMISH/MAAG IF USG WOULD OBJECT TO 
PAKISTANI PILOT TRAINING ON IRANIAN F-5E AIRCRAFT. HE SAID 
THAT PAKISTAN AIR FORCE CHIEF WOULD VISIT IRAN WITHIN VERY 
SHORT TIME WITH INTENTION OF WORKING OUT A PILOT EXCHANGE 
PROGRAM. IRANIAN PILOTS WOULD GO TO PAKISTAN TO FLY ON 
AIRCRAFT THERE. 

2. PLEASE ADVISE WHAT WE SHOULD SAY TO IIAF IN RESPONSE 
TO QUERY. 
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